Summer 1974 
(Issue 34 - 18/09/1974) 


Arya Bod 


General Cargo - 15,924 d.w.t. 
(ex Warwickshire) 


Captain Grey E.H 
Chief Eng Officer Parker E.A 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Lowe J.H 
Bell R.N 
Tauro F 
Thomas S.J 
Sheldon R.J 
Bunce M.O.B 
McNeil R 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer Awberry G 

3rd Eng Officer Walker F.M 

4th Eng Officer Kilcommins P.T 

5th Eng Officer Hulme K 

Jnr Eng Officer Price R.G 
Electrical Officer Parkin N.J 


Nicholas D.F 
Dey D.K 
Seal G 
Rahman H 
Nabi N 


Atlantic Bridge 


Bulk Carrier - 79,513 d.w.t. 
(ex Dorsetshire) 


Chief Officer Railton W.A 
Ext Chief Officer Taylor R.1 
Uncert 3rd Officer Allen D.J.V 
Radio Officer Connolly P 
Purser McFaul G 


Serang (Engine) 
Cook 
Storekeeper 


Captain Waldie J.W 
Chief Eng Officer Baker | 


2nd Eng Officer Hearn J.H 
3rd Eng Officer Stevenson W.A 
4th Eng Officer Cotton A 
Ext 4th Eng Officer Tucker W.E 
Jnr Eng Officer Findlay K.W 
Jnr Eng Officer Roberts A 
Electrical Officer Lovely J.W 
Subba P 
D'Costa N 
Manzur A 


Australian Bridge 
Oil/Bulk/Ore Carrier - 142,725 d.w.t. 


Captain Davies W.A.D 
Chief Eng Officer Owen D.R 





Staff Captain 
Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Gavin J.S 2nd Eng Officer McClelland C 
Farrand P 3rd Eng Officer Kyle A.M 
Malpass N.H Ext 3rd Eng Officer Van Bergen J.J 
Jones P.D 4th Eng Officer Beveridge J.C 
Hodgson R 5th Eng Officer Jenkins A 
Leighton T Ext 5th Eng Officer Jones D.H 
Ferry W.J Jnr Eng Officer Pascoe S.N 
Hamer E.P Engineer Cadet Talbot D 
Electrical Officer McEwan | 
C.P.0 Morrison R 
Carpenter Pestell B 
Pumpman Kirkland D.J 
Cook Kershaw D 
Storekeeper Lyons M 
Berkshire 
Bulk/Car Carrier - 31,475 d.w.t. 
Captain Routledge J.D 
Chief Eng Officer Brown L.G 
McLeod K 2nd Eng Officer Stringfellow P 
Slater J.A 3rd Eng Officer Harris J 
Jeffrey R.C Ext 3rd Eng Officer Burke C 
McDowell P.R 5th Eng Officer Locke H.G 
Vickers L.D Electrical Officer Dunant R.S 
Goulbourne M.E 
McKay J.W 
C.P.O Lui S.H 
Cook Wong Y 


Leading Steward LiC.B 


Cheshire IV 
Geared bulk Carrier - 31,475 d.w.t. 


Captain Arthur K 
Chief Eng Officer Paul J.J 





Chief Officer Bowers K.P.G 2nd Eng Officer Lindsay W.P 
2nd Officer Set A 3rd Eng Officer Gee E 
Uncert 3rd Officer Heywood G.J 4th Eng Officer Hambly N.B 
Deck Cadet Shackleton S 5th Eng Officer Ellis K 
Deck Cadet Kitchen N.P Electrical Officer Waugh D 


Radio Officer Glover G.F 
Purser Rose J.(p) 
C.P.0 LoC.W 
Cook LamC.T 
Leading Steward Yu Y.P 


Dart America 
Container - 28,488 d.w.t. 


Captain Hine D 
Chief Eng Officer Williams K.J 





Chief Officer Pain M.J 2nd Eng Officer Nash B.E 
2nd Officer Starr R.G 3rd Eng Officer Agnes G 
Ext 2nd Officer Poynder A.J.L Ext 3rd Eng Officer Walker J 

Radio Officer Conn | 4th Eng Officer Taylor R.B 
Purser Willis F.J Electrical Officer McRae A 


Bosun Dunford R 
Cook Ritchie G 
Storekeeper Porter T.A 





Dart Atlantic 
Container - 28,488 d.w.t. 


Captain Butler M.J 
Chief Eng Officer Roberts A 





Chief Officer Philip B.P 
2nd Officer Walford C.E 
Ext 2nd Officer Herring J.W 
Radio Officer Cross P.A 
‘rainee Radio Officer Armishaw R.D 
Purser Brain J.A 


Ext Chief Eng Officer 
2nd Eng Officer 
3rd Eng Officer 

Ext 3rd Eng Officer 
4th Eng Officer 
Electrical Officer 


Marsh N 
Long G.| 
Disley P.M 
Burden J 
Williams J 
Shaw P.H 


Bosun Garland M. 
Cook Crawley G 
Storekeeper Wilson G 





Derbyshire III 
General Cargo - 14,827 d.w.t. 


Captain Miller K.D 
Chief Eng Officer Griggs M.R 





Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Wyatt R.H.W 
Young R.M 
Johnson L.H.M 
Slade C.J 
McLaughlin T.F 
Rigg M.A 

Ellis M.W 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
Ext 4th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Tregidgo A.J 
Roy S.B 
Roy M 
D'Gomes L 
Mohammad N 





Ratcliffe P.J 
Unsworth E 
Parker W.E 
Pritchard S.L 
Mallin J 
Garbutt W.W 
Oulton A 
Kelly R.W 


English Bridge 
Oil/Bulk/Ore Carrier - 166,410 d.w.t. 


Captain Boyle P 
Chief Eng Officer Griffith H.V 





Chief Officer 

1st Officer 

2nd Officer 

Ext Chief Officer 
3rd Officer 
Radio Officer 
Purser 


Staff Captain 
Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Radio Officer 
Purser 


Reeves M.M 2nd Eng Officer Lamont J.D 
Gibson S.H 3rd Eng Officer Coltman L.T.M 
Jenkinson D 4th Eng Officer O'Donnell J.F 
Marsh D.G Ext 4th Eng Officer Lamb S.G 
Woolley J.H 5th Eng Officer Altree N.A 
Pardoe T.R Jnr Eng Officer Bones M.T 
Balmer T.H Jnr Eng Officer Humphreys R.J 


C.P.O 
Carpenter 
Pumpman 

Cook 

Storekeeper 


Jnr Eng Officer 
Electrical Officer 
Dick J.C 
O'Neill J.E.J 
Puckett T.A 
Miley P.M 
Little J 


Holt D 
Lane T 


Hampshire 
Gas Carrier - 52,647 cubic metres 


Captain Owen H.R 
Chief Eng Officer Findlay A 


Stafford T.S 2nd Eng Officer Kirchin F.R 
Middleton R.C Ext 2nd Eng Officer Green F.R 
McMahon M.T.P Cargo Engineer Edgington J.S 
Mallet D.| 3rd Eng Officer McKellar W.W 
Fell A.E Ext 3rd Eng Officer Hickey J.L 
Stacey R.L 4th Eng Officer Hardy J 


5th Eng Officer 
Jnr Eng Officer 
Electrical Officer 


C.P.0 Coleman E.B 
Cook Traynor F 


Storekeeper 


Bond R 


Surtees J.G 
Elliot A.K 
Chedotal F.J 





Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Herefordshire III 
General Cargo - 16,707 d.w.t. 


McKenna F.D 
Singh D 
Sutton M.K 
Grace J.J 
Havery D.M 
Winder L.G.C 
Harvey S 
Gibson R.A.D 
Oates J.W.H 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Weir R 
Chief Eng Officer Fawcus F 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 


Neary E.L.G 
Kahn T 
Gupta P.R.D 
AliS 

Manuel J 





Oubridge D 
Douglas P.F 
O'Brien T.H 
Smith D.S 
Horn M.J 
McAlpine G 
Johnson H.C 
Errington C 


Lancashire IV 
General Cargo - 16,707 d.w.t. 


Captain Moore A.R 
Chief Eng Officer Milligan T.W 





Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Robins M.R 
Knowles R.J.P 
Joy P.T 
Thalwell A.G 
Wheatly A.G 
Hopwood W.S 
Whitefoot-Greenland T. 
Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


2nd Eng Officer 
3rd Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Trainee Elect Officer 
Miller A.J 
Dhar A.C 
Chatterjee S.N 
Toyab 
Elias M 


Hay W 
Turner W.G 
Watson L.A 
Twemlow A.J 
Jones R.C 
Burgess G.R 
Haddock C.M 


Lincolnshire 
Gas Carrier - 31,296 cubic metres 


Captain Hughes T 
Chief Eng Officer Smith M.D 





Act Chief Officer 
2nd Officer 

Uncert 3rd Officer 
Deck Cadet 

Radio Officer 
‘rainee Radio Officer 
Purser 


Kunze A.R 2nd Eng Officer 
Addinall J 3rd Eng Officer 
Galbraith M.J 4th Eng Officer 
Mortensen A.R Ext 4th Eng Officer 
Waller R.A Jnr Eng Officer 
Hay |.D Jnr Eng Officer 
Morris G Electrical Officer 


Trainee Elect Officer 
C.P.0 Connor W 
Cook Feeney W 
Storekeeper Warling J.H 





Ocean Bridge 
Oil/Bulk/Ore Carrier - 113,536 d.w.t. 


Blaxland M 
Bauchop L.D 
Willoughby B 
Carrahar S 
Cave P.W 
Pickup R.W 
McCullough D 
Brown G 


Captain Jewell J.W 
Chief Eng Officer Robinson J 





Staff Captain Carlise H.E 2nd Eng Officer 
Chief Officer Hunter M.J 3rd Eng Officer 
2nd Officer Moore T.R 4th Eng Officer 
Ext Chief Officer Thomas C.O Ext 4th Eng Officer 
Radio Officer Breivik P.R 5th Eng Officer 
Purser Gulliver S Jnr Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 
Trainee Elect Officer 
Carpenter Glynn J 
Serang (Deck) Dey S.R 
Serang (Engine) Chakraborty M.L 
Pumpman Grove C 
Cook Gomez J 
Storekeeper Rahman T 





Turbitt D 
Prescott R.D 
Escott C.M 
Martin B 
McGory J 
Potter D.A 
Cantlwell P.T 
Brown W 
Grattidge A.P 
Biggam M.J.E 
Chapman D 


Oxfordshire 
Bulk/Car Carrier - 31,770 d.w.t. 


Captain Saunders P 
Chief Eng Officer Jones R.M 





Chief Officer Greening J.P 2nd Eng Officer Palmer W 
2nd Officer Nyunt M.T 3rd Eng Officer Carr D 
Uncert 3rd Officer Ashcroft M.E 4th Eng Officer Tetlow D.R 
Deck Cadet Madell K.R 5th Eng Officer Lewis R.A 
Deck Cadet Neild R.T Electrical Officer Walker P 


Radio Officer Walsh J.D 
Purser Traynor F 
C.P.0 LoP.K 
Cook Tang W.C 
Leading Steward Tsang S.C 


Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Wicks C 
Chief Eng Officer Twamley D.G 





Chief Officer Corcoran J.A 2nd Eng Officer MacFarlane A 
2nd Officer Anderson P 3rd Eng Officer Bell E.A 
3rd Officer Townend R.| 4th Eng Officer Akroyd C.M 
Deck Cadet Marsden D 5th Eng Officer Keenan K.M 
Radio Officer Sandison J Electrical Officer Holt G 


Purser Mitchell N.J 
C.P.0 Rodrigues M 
Cook SmithR 
Storekeeper Buck F 








Chief Officer 

2nd Officer 
Uncert 3rd Officer 
Deck Cadet 

Deck Cadet 

Radio Officer 
Purser 


Worcestershire III 
General Cargo - 14,827 d.w.t. 


Brown D.M 
Wood D.J 
McCluskey D.W 
Harris S.N 
Jones S.K 

Lynn L.T 

Kays W.H 


Carpenter 
Serang (Deck) 
Serang (Engine) 
Cook 
Storekeeper 


Captain Clayton D.R 
Chief Eng Officer McLeod-Brown R 


2nd Eng Officer 
3rd Eng Officer 
4th Eng Officer 
5th Eng Officer 
Jnr Eng Officer 
Jnr Eng Officer 
Engineer Cadet 
Engineer Cadet 
Electrical Officer 

Tweedie J 

Bose S.K 

Das A.K 

Gomez J 

Hossain M 


Jenkins F 
Selby C.G 
Pawson B.S 
Seel R.V 
Wilkins A.D 
Williams G.J 
Seddon A.J 
Middleton S.J 
Thomas C 


